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“The  quality  of  a  contractor’s 
management  system  is 
determined  not  by  the 
absence  of  defects,  but  by 
the  presence  of  management 
value” 
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Integration 


4^  Cost 
4  Schedule 

4  Technical  Performance 

4  Risk 
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Work  Breakdown  Structure  -  The  Key  to  Integration 
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